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Mint of the United States at Philadelphia, Pa., 
Superintendent’s Office, 
December 8, 1881 


Sir; 


You will please enquire into the results thus far obtained in your department by the use of 
the Electric light; the effect upon the workmen, the comparative value of the light with gas as 
affecting the precision of the work performed, and the comfort of the employees with such other 
information as you think of value in forming an opinion of the respective merits of the two 
systems of illumination. 


Very respectfully, 
A. Loudon Snowden 
Superintendent 


O.C. Bosbyshell, Esq. 
Coiner 


